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USB 2.0 Digital Microscope 
Quick Start Guide 
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Thank you for your purchase of the 
Plugable USB 2.0 Digital Microscope! 


The Plugable 250x USB 2.0 Digital Microscope (USB2- 
MICRO-250%X) allows you to work quickly and effectively 
at the microscopic level. Common uses include classroom 
exploration, stamp or coin analysis, micro-soldering, 


garden parasite identification, and much more. 


1. Assemble. 
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2. Download and install software. 
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plugable.com/drivers/microscope 
ja.plugable.com/pages/microscope-drivers 
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3. Connect to host. 
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4. Launch installed software* 


BALEYINIIL* EBLE. 


K@) 


Ensure the device is selected in settings. 
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“The microscope may also be used with a built-in camera 
application such as Windows Camera or macOS Photo Booth. 
*) COV170OX~ZI—Tik. Windows Camera 2 macOS Photo 
Booth O£52917 DLO OS Ni TUT —-Lay CHE CARES. 


In the Box 
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Questions? We’re here to help! 


plugable.com/products/usb2-micro-250x 


support@plugable.com 
c falt nihongo@plugable.com ACRES). 
ja.plugable.com/products/usb2-micro-250x (HAR) 
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